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; mae STATINTL 


EXHIBIT NO. Poi con TO CONTRACT NO. 
CONTRACTOR WARRANTS PHICES CONFORM TO THE 
FROM. Baird-Atomic, Inc. price FORMULA IN EFFECT ON THE DATE OF THIS EXHIB 


Bea PRICES ARE FAIR AND REASONABLE; THIS EXHIBIT 
1 eae HEREBY APPROVED IN THE ANOUNT OF § 11,3 


(CONTRACTING OFFICER) 


ee aa ec a am a 
- PART NO. a NOMENCLATURE QUANTITY UNIT PRICE TOTAL PRICE REMARKS. | 


1410634496 ~ CAverager: 00 Bo $BBTL ATF - $6,651. 76 


10501-159-1 Drive Cable ‘ 5.92 | 47. 36 
10501-159-2 Drive Cable ( BY 5.94 - 47. 52 
10501-159-3 | Drive Cable So . gh ege a 6.00 | 48.00 
.  10332-3 Light Switch Assem. 8 21.83 172. 24 
-  10283-66 = Shim, Ring, Leveling = 10 ' 5.15 . 51.50 
| 10283-60 | Shim, Ring, Leveling / 10 =| 8.79 | 87.90 
.10634-355 Counters ; 12 | 35.30 | 423. 60 
10634-371 ;Desiccant Cont. Assem. | 9 | 8.43 | 75. 87 
10634-481 Dome Assembly 8 ; 383.80 | 3,070. 40 
10634-465 'T-Drive , 7 97.80 | 684, 60 
125-6-2G "Elevation Knobs 1 5 | 2.65 | 13, 25 
125-2-2G _ Azimuth Knobs |} 4% 1.19 ; 4.76 
70-2-2G | Knob Bubble abe 4 1,08 | 2.16 
70-5-2G «ss Filter/ Lighting Knob fe 1.08 2.16 a: 
| ‘ : | STATINTL | 
PREVIOUS UNCOMMIT TED Bacance [ii | 
STATINTL 
TOTAL THIS EXHIBIT 11,383.08 ' 
PRESENT UNCOMMITTED BALANCE = = 
ao he Se arr a cao See LER See eee ee aes eta ee inh, i 
PRESERVATION, PACKING: Commercial. ree DELIVERY COMPLETED BY: _ March 31, 1961 ae 
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Te 


FROM _ APPROVED. 


" 10____Baird-Atemic, Inc. PREPARED March 14, 1961 _ SIGN 
THROUGH 
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STATINTL STATINTL 


STATINTL STATINTL 


APPROVED PRODUCTION LISTNO._ == ST. CONTRACT NO. 


3-15-61 


(AUTHORIZED REPRESENTATIVE} (DATE) 
{DATE} 


(GONTRACTING OFFICER} 


1 


UNIT PRICE ae PRICE REMARKS 


PART NO. NOMENCLATURE QUANTITY, 


10634-496 ” Averager ~S $831.47 | $6, 651. 6 


1. 
2. 10501-159-1 Drive Cable 7 8 5.92 — 47, 36 
3. 10501-159-2. Drive Cable ; 8 i 5.94 : 47. 52 
4. 10501-159-3 Drive Cable i 8 — 6.00 | 48. 00 
5. 10332-3 Light Switch Assem. 8 | | 21.53 | 172. 24 
6. . 10283-66 | Shim, Ring, Leveling ° 10. 5.15 , = 1. §0° 
7. | 10283-60 ~ Shim, Ring, Leveling 10 , 8.79, > 87.90 
8.  10634-355 _ - Counters 12. 35.30 | 423. 60 
9, 10634-371 | Desiccant Cont. Assem. 9 | 8.43. 75.87 
10. | 10634-481 Dome Assembly 8 383.86 3,070.40. - 

| 11, | 10634-465 T-Drive | , oe 97.80 | 684.60 - 
12. | 125-6-2G Elevation Knobs © mee 2.65 | 13.25. 
13. | 125-2-2G _ Azimuth Knobs i * | 5. Lig 4.76 
14. | 70-2-2G Knob Bulbiale 2 1,08 | 2. 16 

70-5-2G Filter/ Lighting Knob 2 


1,08 — 2.16 


L ee pee ae . ! pes 
PRESERVATION, PACKING: ‘Commercial DELIVERY COMPLETED BY: March 31, 1961 
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